STATUTES AT LARGE

of the voting and within twenty-four (24) hours after said election
one of said Managers shall deliver said book to the City Clerk and
Treasurer of said City.
Each candidate shall on or before twelve (12) o'clock noon five
(5) days before said election take the following oath: "As candi-
date for the office of ...................in the Primary elec-
tion to be held on the first Tuesday in December, I hereby state that
I am qualified to vote at the General Election following the Primary
Election and hereby pledge myself to abide the result of said primary
election and will support the nominee thereof or not vote at the
said General election." And upon failure on the part of any candidate
to sign said pledge, the managers of said election shall not count
any vote cast for such person. That in case of death of any candidate
after the time required for filing such pledge, then additional can-
didates may file a pledge up to one day previous to said election.
The Managers of Election shall open the polls at eight (8) o'clock
in the forenoon and close same at seven (7) P. M. of the same clay
and shall then proceed to publicly count the votes, calling to their
assistance such help as may be necessary, and after tabulating the
votes shall certify the same to the Commissioners of Election, who
shall within twenty-four (24) hours thereafter deliver the ballot
box containing the ballots, poll list and all other papers, except the
Club Roll Book, to the City Clerk and Treasurer who shall keep
same in a secure place for a period of five (5) days, when same
shall be destroyed, unless during that time there is filed with said
Clerk and Treasurer a contest of said election; then the said City
Clerk and Treasurer shall hold same until final determination of
said contest, after which same shall be destroyed.
That in case the Managers find more ballots in the box than names
on the poll list, the managers shall draw out the excess and immedi-
ately destroy them.
In every election to be held under this Act there shall be provided
one booth for every one hundred (100) enrolled voters or majority
fraction thereof, these booths to be made of cheap material and shall
not be less than thirty-two (32) inches wide, thirty-two (32) inches
deep and six feet high, and shall be provided with a curtain hanging
from the top in front to within three (3) feet. of the floor, and shall
have a suitable shelf on which the voter can prepare his or her ticket.
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